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MINISIRY OF DEFENCE 
CORRIGENDUM 

I . 

New Delhi, the 12th February, 2007 

No, 1(E).—The following further amendment is made 
to Government of India, Ministry of Defence Notification 
dated 4th November, 1987 laying down equivalent ranks in 
the General Reserve Engineer Force and the Regular Army 
for the purpose of the Army Act, 1950 as applied to the 
General Reserve Engineer Force, namely:— 
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General Reserve Engineer Force 

Regular Army 

Chief Engineer 

Major General* 

Superintending Engineer 
(Functional Scale) 

Colonel 

Executive Engineer 
(Non-Functional Selection Grade) 

Lieutenant Colonel 

Executive Engineer 

Major 

Assistant Executive Engineer 

Captain 
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2. The inter-se-seniority between the Colonels and 
Superintending Engineers (Functional Scale) will be with 
reference td date 6f their assumption of charge as 
Superintendihg Engineer (Functional Scale)/the date of 
appointment as Colonel. The inter-se-seniority between 
other ranks at^different levels will be decided similarly. 

*The post of Chief Engineer may however be held by a 
Brigadier till such time sufficient number of Major Generals 
is not available from the regular Array, 
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